To: Wilbur, Jennifer[Wilbur.Jennifer@epa.gov] 

Cc: Burnham, Larry[Burnham. Larry@epa.gov]; Wilson, Gregory[Wilson. Gregory@epa.gov]; 

Beasley, Lynn[Beasley. Lynn@epa.gov]; Guarneiri, Lisa[Guarneiri. Lisa@epa.gov] 

From: Vanroden, Victoria 

Sent: Wed 8/12/2015 5:03:34 PM 

Subject: FW: SSID for Gold King - update 

imaae20 1 5-08-1 2-1 25044.pdf 


Hi Jennifer. Attached is the memo OCFO OB sent out establishing PPL ID for Deepwater 
Horizon BP Spill. There is a non-reimbursable ID code example in this memo too. 

It was my understanding that Richard Blackman’s group developed memo and set up the ID for 
tracking. Lavone did not work here during BP and did not establish this ID. I am assuming this 
ID will be used by all - meaning HQ, Regions, other AAships, OGC, etc., as the DWH ID was 
used. Who knows, maybe OSWER did their own DWH memo too, but I was not working here 
then. But seems like OSWER would instead forward this same memo to SF DDs, RMs, etc. 


I would like to make sure a different ID is established than A8K9 (I think that is the SSID) so 
that folks are not charging to the Superfund Site ID established for NPL/removal cleanup work 
This new ID would be for tracking this release and differentiate it from SF work. 


Lavone was planning to contact Joe Laymen on next steps for setting up ID and memo. Before 
she proceeds, wanted to confirm you agree with this approach or if you should be contacting 


OCFO. 


Thanks 


Victoria L. van Roden 
U.S. EP A/0 S WER/ OEM/RMD 
202-564-4253 (work) 
202-604-3059 (cell) 
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From: Wilbur, Jennifer 

Sent: Wednesday, August 12, 2015 9:29 AM 

To: Wilbon, Larry; Burnham, Larry; Sebring, Meridith 

Cc: Guameiri, Lisa 

Subject: RE: SSID for Gold King 


Thanks! 


From: Wilbon, Larry 
Sent: Tuesday, August 11, 2015 2:41 PM 
To: Burnham, Larry; Sebring, Meridith 
Cc: Guameiri, Lisa; Wilbur, Jennifer 
Subject: RE: SSID for Gold King 


Setting up SSIDs in PeoplePlus for AH-D3 is an OEM function/responsibility. Lavone knows 
how to do this. 


If they need my assistance, I will be glad to help out. 


From: Burnham, Larry 

Sent: Tuesday, August 11, 2015 12:25 PM 

To: Sebring, Meridith 

Cc: Guameiri, Lisa; Wilbur, Jennifer; Wilbon, Larry 
Subject: Re: SSID for Gold King 


I think from the SBO and I asked Larry W about setting up SSID in PPL. 

Sent from my iPhone 

On Aug 1 1, 2015, at 12:11 PM, Sebring, Meridith < Sebring.Meridith@.cpa.gov > wrote: 

Will you all be sending out a note, or should it come from SBO (sorry, Jen)? 
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Thanks! 


Meridith Sebring 

Budget Formulation Team Lead 

OSWER ARMS 

202-566-1909 (office) 
202-595-4848 (cell) 


From: Guameiri, Lisa 

Sent: Tuesday, August 1 1, 2015 12:11 PM 

To: Sebring, Meridith; Wilbur, Jennifer; Burnham, Larry 

Cc: Wilbon, Lany 

Subject: RE: SS1D for Gold King 


M- 

Region 8 set up a site specific code in their region A8K9 

Changes please let others in OEM know. OEM and other AA ships will need to use. 
THANKS for the followup 


-lg 


From: Sebring, Meridith 
Sent: Tuesday, August 1 1, 2015 12:09 PM 
To: Wilbur, Jennifer; Burnham, Lany 
Cc: Wilbon, Larry; Guameiri, Lisa 
Subject: SSID for Gold King 
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Laura called about whether we had an SSID set up for Gold King mine (OCFO has 
been getting questions). I told her that there is an existing code, but we were 
looking into having the code set up in PPL. 


She said that Carol and Maria would send a note to the affected regions on what 
the code is. 


Thanks! 


Meridith Sebring 

Budget Formulation Team Lead 

OSWER ARMS 

202-566-1909 (office) 
202-595-4848 (cell) 
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